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unit for Schiller Station (N) Nov ee i ew nee " seco ee ere ne art Bass g 
. #109 ec : 1 ! er : ‘ Ss} VS mode ec- 
16 ; re teens tae .*108 i cakdhninthin ciaeasnn Sieh tk tric farms mt , *194 
Public Service Electric & Gas—control “ec' on i 1953 (table ae , or Northern States Power Co. to supply 
system provides position indication eee soartiaeag < e a as i power to e cooperatives, Otter 
s ; . isio erry So ester! ower dn >? 7" no 2 = ! . 
ley uit supervision. 1. D. Perry, low water (table) Nov. 23 Pail wheels it (N) Aug, 17 : 
Sep = is tees ° 2. *1 . rae 7 _ 7 , _ Pioneer tural Electric oop ‘ 3 
ll-mile pipe cable completes 132-k mud ag xmetot - si site of first REA pole ‘aan oo 
loop in New Jersey. Carmichael & : ughes, Sept. <1 ; Southwest P a wae : 
Starrs, Sept. 7 Reddy Kilowatt ‘Me and * er rants 0-op—four 
Starrs, Se, 7 ° sc alg ea “d . co-op organized, Nov 
Reddy Kilowatt and Willie Wirehand t TVA helps farmers 
Public Utilities meet n federal court fight : a re oe 19 
Electrical ndustry forecast for July 27 ae See 
1954-63. Fischer Biack (chart) Sept. Volunteer El = 
a ees ; yan. ce Regulation <= 
Financial analyst on the utility beat. Denver votes for state PUC reculation Ww 
Harold Young, Sept. 28... ) (N) July 6 ‘ =e 
43-company study shows Illinois reaffirms “fz value stand, 
poasnnee have been cut e 7 or - Tae . ’ Rural Electrification Administra) ion 
aa . «6b tse ° . . eeree ‘ ara yalls sew I seeKs.court Aluminum contr te ‘ , Ss 
The industry's performance in endorsement of ontrol over with a a rot a 4 oP 
Walter Sammis reports, Dec. 28.... > water rights, ¢ D } and vnold ™M rs cH * t F Z 
13 - ¥ 
TEA, TVA ‘orps of 


and Interior (tables) 
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{N) Oct °¢ 


iter systems 


Aug. 24 


en- 
Public Utility Districts Relays 


Chelan County PUD asks permission Oklahoma Gas & Electric generators 
for dam on Columbia River (N) equipped with relays to remove - . 
Dec. 7 them when excitation is lost G ~Stimates $0.8° of U. S 
Condemnation by PUD of Chelan plant ‘ I ones SCX. & es _trified (N) Oct. 12 : 
upheld (N) Dec. 7 ‘ I rtable set tests overcurre! ays New approa h to end squabble be- 
Cowlitz Cour:y PID adopts E. J. Emmerling, July 27 ; tween Kentucky co-op power 
(N) Sept. 21. ; oa i . 123 Problems discussed at Pennsylh i om es (N) Aug 
Sacramento Municipal Utility District R Electric Assn. meeting (N) 1 SOF nterest hike ( 
—test socket takes five different ae boa aoe ae th sectionalized p ! ization , 
meters. Bowman & Gaenicke, Nov tt substation, July i4e : Sept. 25 
° #118 Standardizing relays z i ; Shakeup in 
Two Washington PUDS arrange t Aug. 24 ...... Soviet power official leaves users 
supply power to oil refinery (N) Vibration in bull wheels ¢ ar n the dark (N) Aug. 17 + 9 
Aug. 24 : . F . 107 station detected by rel T 
Washington State agency to build : : Dugdale, Dec. 14 * 
dams considered (N) Nov 4 ae Residential us Increased use 1ec- S 


farms elec- 


lov. 9 
n ele : program 


personnel (N) Sept. Tsice~ 7 Ee 
1 


Puget Sound Power & Light—Central shop : : 
repairs transformers, July 6.. 32 : (charts) Sept 1 -.* . 
Company decides to operate separately Riverside Electric Light Dept —ere Safety 
(N) Nov. 2 vey ; - stripper pays for itself in first few 
FPC cancels hearing on merger (N) days. Jack Shepard, Aug. 10 7 
Moy. 16 . F . : Rocky Mountain Electrical League con 


: Amer in Gas & Electric safety man- 
Hearings end on merger (N) vention (N) Oct ual. A. M. Perry, Nov. 23.. 16 


Automatic fire system protects water- 
less station, Nov. 16 ‘ 14 
(N) Aug 17 . . Ebasex 
Merger with Washington Water Power Rural Electrification 
may lead to rate hike (N) Aug. 3 45 Arkansas Co-op to 
Merger with Washington Water Power Oklahoma to 
queried (N) July 27. i * . ca« eee Court ruling (N) 


ricity by residential customers 


Acciden do happen W. S. Edsall, 
Dec. 14 . 213 


A half century that electrified the 
Rocky Mountain area, Nov 


meeting stresses attitudes to- 
ards safety (N) Nov. 9 se ty 41 
shift plant site to Y s Transmission and Distribution 
sidestep Supreme Committee says attitude plays key 
Sept. 28. a hae 9 role in safety (N) Oct. 19..........9106 
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Flag warns truck driver of 
H. C. Gant, Nov. 30.... 
Indiana & Michigan If 
models to demonstrate 
hazards. J F. Phelan, Dec. 7 
Line hazards shown 
ference (N) Oct, 5. 
Nylon safety st 
(table) Oct. ° aieae (ee 
Paciuc Gas & Electric driver permit. 
E. F. Hockenbeamer, Nov. 2. os ee 
System fire protection discussed 
EEI (N) Nov. 16 : 
Transformer mounted 
Waltham, Mass. plant to lower 
risk. J. C. Damon, Sept. 21 


ladder. 


uses 
high-line 


Sales Promotion 
“Be modern!—live electric: 
Nov 0 
Campaign 
Bm. W. 
Cleveland 
builder 


Sales, 


(Ed) 
eee . 70 
light 
Hobson, July 

Electrie 
teamwork 
Aug 
Commonwealth 
Oct. 12 * . ° 
Data sheets sell home town lighting. 

J. D. Haverkamp, Dec. 14 cde 
Demonstration trailer from Wheeling 

Electric clothes dryers, Nov 

BRS Sarees nd ba ital a .*164 
Good enough in lighting sales? 

Aug. 10 ;: Ve ; oe be 
How utilities are selling commer 

and industrial lighting (tables) Aug 

10 : as *99-122 
Lighting promotion. H. P. Lang, Oct. 

5 :< *38 
Louisiana Power & Light adds $300,- 

600 annual revenue through lighting 
tampaign. J. EF. Fort, Nov. 30 
Montana Power Co. offers coupons to 

rural customers toward purchase of 
appliances. D. J McGonigle, 
New Orleans 
dealer 

Sept 
Product competition vs 


ymment (Ed) Nov. 30 


sells. condit ning. 
 - - 9184 
ing- 


residential 


: INumir 
spurs 
Edison TV show (N) 


sells 


*126 


duly 
#15 
Public Service prods 


maximum marke 


mark 


contest promoted 
» Municipal Utility 
17 
Diego 
and builders in light conditione 
quately, adequately ed hon 
McCutcheon, Aug. 31 
appliances on the 
Aug. 10 
ng dominated 


c s 


San oins with manufacty: 


point 


Sell ndustry 


Selling the relighting market (picture 
fea Aug. 10 
Southeastern Electric Exchange sales 
ence urges utilities to accels 
Hing (N) Dec 7 *15 
Trailer sells commercial cooking, Oct. 
° . os #136 
Washington Water Power 
first sales drive n 
16 


launches 


stripper 
-w days 


pays for itself in first 

Jack Shepard, Aug. 10..*134 

San Diego Gas & 
splice insulated 
J. B. Bowen (chart) Nov. 16 
Pepping up home sales through co- 
operation. A. J. McCutcheon, Aug. 
31 
Puts 


Electric how to 


lead-covered 


duet 
cable. 


*124 


‘ ; ; a 
itself up for trial by ballot, Oct. 


26 


Seattle City Light 
pointed 


‘ *1K 
BPA administrator ap 


superintendent, (N), Dec 


Hauls equipment to 
powerhouse (N) Aug 

Dr. Paul J. Raver, PBA 
may be 


River 


rdministrator 
superintendent (N) Dec. 7 


Relay boards with sectionalized panels 

at substation, July 13 i *14° 
Securities & Exchange Commission 

New members of the Commission (N) 
July 13 éx< . ge'exKas 

Rule U-50 governing competitive bid- 
ding of securities to be chang (N) 
Re ssc as 

Study to reshuffle utilit 
new 


109 


; a By 48 
es shelved by 
administration (N) Oct. 5 as 206 


Abatement 


tlectric precipitation system 
dust at International 
i, Ge < 
Philadelphia : 
smoke violation (N) 
Southeastern Electric Exchange 
Pinehurst meeting told outlook 
utilities is good (N) Oct. 12 . so; 
Sales conference urges utilitie 
celerate selling (N) 
Southern California 
Segundo, Calif 
Ca). et. 19.....%. 
Light decontaminates parts 
Hatfield, Nov. 30 


recovers 


Nickel Co., 


pays 
July 20 


s to ac- 
Dec. 7 aay *15 
Edison Co.—El 
plant to be built 
: 21 
Richard 
*130 


(Ed) 


Editorial. 


INDEX 


Portable bench cuts test set-up time. 
W. A. Erskine, Aug. 10... eaeens ee 
Transformer test bench. Redding & 
Kimball, July 13. 
Southern Nevada Power Co, r 
contract with Colorado 
sion (N) Oct. 1 ata 3 aye 
Southwest Power Cooperative organization 
formed, Nov. 30.. 5 ete oe 
Southwestern Power Administration 
Federal power slows in Southwest, 
Dec, 28 
Up rates, low water (table) Nov 
Southwestern Public Service Co.—Eco- 
nomic generation discussed with 
power companies and engineering 
firms (N) Oct. 19 . Peete 
Frequency-shift telemetering key to 
multi-station dispatching. Dupree & 
Burnham, Oct. 5.... 
Standardization—Distribution 
standards issued by 
Committee, July 
EEI and AKIC 
standarg 
°° 


n *146 
jects energy 
River Commis- 


transformer 
EEI-NEMA 
meeting disci es 


(N) Nov 


Statistics 


American Public Power Assn.—com- 
pares operating statistics of publicly 
and privately owned electric utilities 
(tables) Aug. 3. 

Annual kwhr use in 
1951 (tables) Sept. 2 

usiness trend is down (table) Sept. 

Capital expenditures to peak in 
(table) Sept. 21 

Cost 


1954 


survey of steam stations 
Knowlton, July 13.... 

Electricity consumption in Eurovean 
countries 1951 (tables) Aug. 17... 

Heat and fuel requirements for ther 
mal-electric generation n 1969 
(charts) (R) July 13.. 

Houston Lighting & Power i 
in power (charts) July 6.... 

Large light and power 
(charts) Sept. 21.. 

Market outlook for electric 
common stocks . 

(charts) Sept. 21... 

Miscellaneous power sales, 

Monthly and total yearly operating 
costs of equipment (table) Sept. 
14 7 

New electric generating 
be installed 


facilit es “to 
(table) Sept. 


era in electrical industry growth 
irt & table) Sept. 21 
Yearend round-up and 
for 1954, Dec 28 3 
esidential electrie bills in 21 
1943 and 1953 (table) Sept. 21 

Residential use (charts) 
°} 


forecast 

cities 

leads Sept 

Small light and power sales (charts) 
Sept 21 : mates . 

Summary of accelerated amortization 
dispositions for electric industry 
(table) Oct. 26 


UN collécts world data ‘on power per 


worker (tables) Oct. 5.. om 
United Nations reports on power con- 
struction in Europe (tables) July 
27 
Utility earnings will be 
the next 
(charts) 


maintained in 
recession. C. P. Guercken 
Sept 21 


Steam Stations and Developments 


Airfari for nine journalists to contro- 
versial private-public power hot 
spots, Dee, 21. ia ata Sula 

American Gas & Electric puts new 
plant on line (N) Aug. 24. 

Arkansas Co-op to shift plant site to 
OkKlahoma to sidestep Supreme 
Court ruling (N) Sept. 2 rs 9 

Asbestos yard cut with overhung saw 
W. BR. Sullivan, Dec. 14 7 

Automation—push button power plants 
(Ed) Oct. 104 

Belle Isle station generators equipped 
with relays to remove them when 
excitation is lost. G. E. Taylor, Oct 


Calculator 1 


*160 


aces daily load sched- 
ule. C. H. Conrad, Aug. 10 

California Electric Power Co.'s High 
grove plant opened (N) Nov 16 

Colombia approves plan for 14 ther 
mal stations (N) pt. 14 - 

Cor lidated Edison’s Astoria plant 
solves insulation problems with sil 
cone. J. G. Noest, Nov. 16.. 

Consolidated Edison's Astoria station 
features. Knecht & Noest, July 27 

Costs 
Sth steam station cost survey. 

Knowlton (charts & 
13 4 

Cyclone furnaces cut power 
simplify ash handling. S. T. 
Kenzie (charts) Dec. 14. 

Detroit Edison’s new St. Clair 
has several innovations 
Brown, Aug. 3 

Electric Energy, Ine 
tractor on its 
Ohio 


plant 
Wagner & 
changes con 


plant on the 
Aug. 10 *90 


Joppa 


River (N) 


Elrama power 


station expansion re- 
quires Duque 


ne Light Co. to change 
system. J. S. Brown, Dec, 

Finland’s power system (map) Nov. 
Dien atatenceseek anace — . *32 

Get that shore site now (Ed) Aug. 24. 100 

Greece's new Aliveri steam _ station 
on line (N) July 20 

Hartford Electric Light's 
Steam plant built from 

Hartford Electric Light’s new Middle- 
town plant rising (N) July 13. 

Higher efficiency provides a challenge 
Ce CO Bi rer ig + ce edie hawks eens wes 

Houston Lighting & Power Co.—rise 
n power (charts) July 6 7 2 

Idaho Power Co. to lease Utah Power 
& Light unit (N) July 27 

Long Island Lighting's headquarters 
built to expand with operating ideas 
A. J. Pansini, Dec, 14. 

Mississippi Power & Light Delta plant 
to have cooling pond. R. W. Bras- 
well (tables) Nov. 30 ae alae 

More water is needed (Fd) Nov. 30 

New steam frontiers achieved in '53, 
Dec. 28 

Pacific 
steam 


nek Seabees. Tee 
Middletown 
model (N) 


& Electric’s 
plant boiler 
Aug. 24 ..<. . ° 
Public Service Co. of Indiana’s Wabash 
tiver plant to go on line soon (N) 
July 13 asechneen er ; 
Public Service of New Hampshire 
Schiller Station new unit (N) Nov 
RG Sats *109 
Puget 
study on 
Southwestern Public Service dispatch- 
ing center finds frequency-shift tele- 
metering effective. Dupree & Burn- 
ham, Oct. 5 ater 
Stamford, Conn. granted right to con- 
demn utility’s land (N) Aug. 10 
Steam header top. sections in an 
evaporator replaced with elbows. 
Wm. Cowan, Aug. 24 an 
Study heat cycle arrangement for low- 
cost generation. D. E. Hart, (charts 
& tables), Dec. 28 
Tacoma City Light to 
steam station (N) 
TVA claims better 
(N) Sept. 7 ne 
TVA's Shawnee steam plant progress 
(N) July 27.. 
Union 


Gas 


Pittsburg 
lifted up (N) 


proposed plant (N) Aug 


ada 
July 13 


A-plant record 


lectric’'s Meramec 
cated (N) July 20 
Utah Power & Light 
Gate station (N) Aug. 17....... 
Justin Whiting plant dedicated (N) 
July 13 
Soil and 


corrosion, 


plant dedi- 


Steel- galvan 


Sept. 7 
Storms e 


Carolina Power & Light damages by 
Hurricane ‘“‘Barbara” (N) Aug, 24... 

Catenary speeds service restorations, 
July 27 

Commission 
Aug 10 een d eer 

Connecticut PUC decides that placing 
all overhead power lines under- 
ground would be too expensive (N) 
Aug. 3 ° Pere Rr ee. 

Tower damage provides key to Wor- 
cester tornado data c. A. Booker 
(map) Aug. 17.... 


Substations 


Air ejector primes circulating water 
pump. H, A. Dilberger, Sept. 7.. 
British Columbia opens showcase sub- 
station (N) July 6. 
Duquesne Light's new 
tion blends into 
Gue, Sept 28 ‘ 
ctors determining 
in station ground mats. M. J. 
(charts & tables) Dec. 14 : 
Intermountain Rural Electric Assn 
opens new substation (N) Aug. 17 
Levittown, Pa. has aluminum distribu- 
tion and unit substations. C. E 
Nelson, Oct. 5.... i are 
Mobile substations used for eleven 
years by Pacific Gas & Electric Co 

R. F. Stuart. Oct. 19... 
Pennsylvania Electric new dispatching 
center. © H. Conrad, Dee 
Portable substation insures 
continuity, Nov 16 *154 

‘Powerhouse on wheels’’—portable 
substation from Westinghouse Elec- 
tric (N) Nov. 23 ‘ ay ~ . 44 
Relay boar with sectionalized panels 
at Seattle substation, July 13.. “aes 
Relief model simplifies substation 
grading and location. M. C. Gali- 
vano, Sept. 7 Danaea esa 
Seattle City Light substation re 
modeled (N) Aug 10.. = ; 
Substation blunger, which is portable, 
used by kaolin company, July ; 
Today's plan for economy in distribu- 
tion. Campbell & Reilly (charts & 
tables) Oct. 19.... <a ‘ -*120 


design substa- 
landscape. E. M. 


rise 
Lantz 


service 


Switches and Switching 
Anacom 


Ce 


solves 


Wagner, 


system transients. 
Ieee. Wc e sc “12 


* Illustrated. (N) News. (R) Reference Sheet. 





Canyon Ferry Dam plant has switch- 
yard on top (N) Nov. 16.... er 

Device detects current in disconnect 
switch. Dilberger & Meldrin, Aug 
10 . TT) - -°142 

Operating charts simplify switch 
sequence data. Older & Michaes, 
Dec. 14 chases > .*150 

Panel painting facilitates by sprayed 
plastic masking. Glen Herbst, Nov 
B webs ss . ‘ -*110 

Switch accurately controls short cir 

cuit testing. D. D. McStack, Oct 

Sas *118 


T 
Tacoma City Light's 
jie Se 
Director voted raise 
mt, 8 weve (ss eebba00 ‘ : 
Utility board appointed (N) Aug. 3 30 
Tampa Electric Co. to build plant at Black 


Point (N) Oct. 5 


building queried 


in salary (N) 


101 


Taxes 


Colorado utilities 
higher valuations 
EEI president criticizes 
which favor public 
S, 733 4) Oct, 36...... 
Hanford Works case to go to Supreme 
Court (N) Nov. 16 : 
Pennsylvania puts tax on appliances, 
July 27 a 36 
Private utilities getting federal sub- 
sidies charges TVA (N) Oct. 12 
Telemetering is key to multi-station dis 
patching, Southwestern Public Serv- 
ice. Dupree & Burnham, Oct. 5. 


ordered to 
(N) 


have 

July 20 44 
tax 
groups 


policies 


(N) Oct 


109 


*a9g 


Television 


Cincinnati-Covington 
sets (N) Sept 


area television 

Rey oax : 38 

Color publicity lowers sale of black 
and white sets (N) Dec. 7 oe *43 

Commonweaith Edison TV show (N) 
Oct. 12 . 

Special receiver locates TV interfer 
ence sources. F. L. Greene, Oct *111 

Teller-Vision used in New York Sav- 
ings Bank (N) Nov. 30.... 

Would pay to see TV, Aug. 10 


a¢ 
*39 


160 


Testing and Tests 


Aging tests compare transformer oil 
performance Schofield & Carver 
(chart & tables) Nov. 30... 
Anacom from Westinghouse 
system transients. C. L Wagner, 
Nov. 16 ; am » «9137 
BPA’'s new tower is put to the test, 
Sept. 21 eo - ay 
Commonwealth Edison finds growing 
electronic applications bring new 
plant maintenance problems. H. L 
Garton, Oct. 19 oes 
Copper contacts can be operated above 
standard temperature limits. Adler 
& Wedioigk, sly: 37....ccccosre 
De instrument tests recloser insula- 
tion. R. W. Bethke, Dec. 14.. 
Factors determining the potential rise 
in station ground mats. M. J. Lantz 
(charts & tables) Dec. 14 ‘ 
Fault locator at California-Oregon 
Power finds one breakdown, pays 
for itself. W. H. Fisher, Nov. 30 - 101 
High Voltage Institute of Germany 
tests insulator (N) Dec. 7......... %8 
Instrument transformer test bench 
Redding & Kimball, July 13 
Lead clamp on pole saves 95% 
time, Oct. 5 . a ‘ 
New bench speeds instrument trans 
former testing. J. T. Lang, Aug 
ee exan . . ‘ as ..*166 
Nylon safety straps win out in tests 
(table) Oct. 12 ‘ . 
Oscillograph tests high-speed air-blast 
breakers. Frank Kunze. Nov. 2 
Portable instrument checks breaker 
performance Frank Kunze, Sept 
21 . oe -“ ° *168 
Portable set tests overcurrent relays 
E. J. Emmerling, July 27..........9%100 
Radar test set used for fault location 
in the field. Whysong, Garton & 
Bracken, Nov. 16 . - 
Switch accurately controls short cir- 
cuit testing. D. D. McStack, Oct. 5 
Transformer test bench is portable 
W. A. Erskine, Aug. 16 ‘ .*128 
Toledo Edison starts high-tension power 
line (N) Oct. 5 . <b ae Sia ae 
Trademarks—Reddy Kilowatt and Willie 
Wirehand to meet in federal court 
fight (N) July 27 sm 
Trailers—Safety cradle added to a 
trailer. J. M. Dalton, Dec. 28. 


*8] 


solves 


*118 


*111 


*96 


*164 


*146 
test 
*112 


*34 


107 
*107 


*118 


*118 


101 


104 
pole 
oso0 hee 


Training 
Arizona supervisors train 
Keith Turley, July 20 6 oe 
Central Hudson Gas & Electric train- 
ing course, Nov. 23 § ‘ 3 
Developing a good system dispatcher. 
Jess Paschall, Sent. 14..... 
General Electric Co. offers Science 
Fellowship Program at Case Insti- 
tute of Technology, Aug. 31.. 


themselves, 
°22 


*16 


(Ed) 


Editorial. 


INDEX 


Indiana & Michigan Electric 
ing classes on how to 
lines, Sept. 14.... as oicace bem ~s 

Outline of lighting sales training pro- 
gram, Aug. 10. 

Teaching utility drivers be 
E. F. Hockenbeamer, July 20 

Utility executives take course on man- 
agement sponsored by Southeastern 
Electric Exchange (N) July 


conduct 
handle hot 


safe 


Transformers 


Aging tests compare transformer oil 
performance. Schofield & Carver 
(charts & tables) Nov. 30 2s 

Allis-Chalmers’ 600-000-v transformer 
(N) Sept. 14.... . °43 

Automatic fire system 
less station, Nov. 16. 

Contact thermometer 
BO. Bh wccorvrsecos . ° es 

Dallas Power & Light's method of 
estimating transformer loads, Nov 
Pe ssseeus Keen tecee . aan *116 

Delta Station transformers installed 
in 51 hours, (N), Dec. 21 . 

Drying oven cuts maintenance 
O. E. Fawcett, July 13.... : *142 

Instrument transformer test bench. 
Redding & Kimball, July 13 *146 

Mobile transformer units reduce out 
ages 75% in New Orleans E. F 
Mayo, Aug. 24....20:+++ ; *154 

Mobile unit cuts long outages. P. 5. 
Pugh (table) Dec. 7 . *34 

Molded transformers aid airport light- 
ioe, Deo. 386i... a iors -°116 

Mounting transformers outside of 
Waltham, Mass. plant to lower fire 
risk. J. C. Damon, Sept. 21... *168 

Portable bench cuts test set-up time 
W. A. Erskine, Aug. 10. oes *288 

Progressive oil purification saves clay 
and cuts costs. A. M. McCabe, Aug 
24 . . iebowns ° os *158 

Puget Sound Power & Light's new 
transformer repair and maintenance 
ee ae ee é *32 

Reconnected transformers 
power at Boston Edison, 
Albert, (charts), Dec. 

Remember voltage requirements 
Aug. 

Sealed 
by Los Angeles Water & 
J. R. Kelley, Oct. 19 aoe --%139 

Standard ratings for transformers, 
single-phase, distribution, overhead 
type-table (R) Nov. 2... 112 

Standard ratings for transformers 
three-phase, distribution, overhead 
type (R) Nov. 16 : - 148 

Standards for distribution transform- 
ers issued by EEI-NEMA Com- 
mittee, July 27... cscceccesss - 99 

Subway transformer inspected by 
California engineers (N) Oct. 5 ; 

Testing instrument transformer 
speeded b 
Aug. 4 


nk oes eS eee see 
attaches easily, 
*179 


*32 


costs. 


reverse 
Benjamin 


Power. 


*83 


*166 


Transmission 


Air patrols prove 
effective. E. A. Schultz, July 27 112 
American Institute of Electrical Engi- 
neers meeting (N) Sept. 14 *6 
BPA’s new tower is put to the test, 
Sept. 21 a *118 
Catenary service restoration 
after tornado, July 27 ; sos hee 
Characteristics of typical modern 
transmission lines in the U. 8 
(tables) Aug. 24 
Connecticut PUC decides 
all overhead 
would 
Corona loss curves for 9-kv nd 
115-kv lines. M. H. Cohn (R) Sept 
Bh. ownewne . % .*166 
Corona curves for 138-kv and 
161-kv lines M H Cohn (RY) 
Oct 5 . ‘ > ° “ *116 
Corona loss curves for 230 kv lines 
M. J. Cohn (R) Oct. 19 *146 
Current transmission practice (Ed) 
Aug. 24. ‘ 5 a <os 29 
Design economies in high voltage 
transmission lines. Murray & 
Usservy (charts) Aue. 24... *113 
EHV dominates 1953 transmission, 
Dec. 28 . a ER Se ae 
Fault locator at California Oregon 
Power finds one breakdown, pays 
for itself. W. H. Fisher, Nov. 30 
For that extra line capacity should 
it be reconductoring or bundling? 
P. S. Colby (tables) July 27 ° 101 
In modern transmission design- 
probabilities set insulation levels 
Cc. F. Wagner, Aug + : *117 
Indiana & Michigan Electric conduct- 
ing classes on how to handle hot 
lines, Sent. 14 Sr ae *16 
Indiana & Michigan Electric educates 
public bv using models to demon- 
strate high-line hazards J F 
Phelan, Dec. 7 
Line structure—concrete niece of 
work E. FEF. Presley, Nov. 30 
Long Island Lighting system centers 
its operations in new underground 
control room Davidson & Gum- 
mersall, Nov. 30. ...ssc005 ; » SIS 


economical and 


speeds 


that placing 
underground 
be too expensive (N) Aug 


lines 


loss 


*101 


*148 


* Illustrated. (N) News. (R) 


Truc 


Turt 


Ultrasonic 


July-December, 1953 


Monkey on transmission line (N) N 
9 
Montana Power plans tie line with 
Thompson Falls plants (N) Sept. 14. 
New computer to figure transmission 
economies (N) Aug. 17. 
115-kv conductor repaired 
™~. I. Beem, Dee. 14.....; 
Pennsylvania Electric consolidates 
communication in new dispatching 
center. C H. Conrad, Dec. 
Radar test set used for fault 
in the field Whysong, Garton & 
Bracken, Nov. 16 ‘ a -*118 
Right-of-way brush control] with basal 
spraying Coulter & Barrons, Nov. 
BS 2+ ones eas 
Rocket gun a 
Nov 2 ores erase os 
“Sectionalizing’’ tool spe 
hot lines. Hanson & G 
14 . eee 
Structure configurations 
forms (diagrams) Aug 
Survey of utilities and lines 
how modern transmission designs 
adapt engineering advances, Aug. 
24 ‘ : a's ae > oe oh 82 
Sweden completes longest underwater 
cable in world (N) Nov. 23 ie 24 
Tacoma City Light's transmission 
tower footings conquer swamp, Oct 


n 1 4 min. 
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rhart, Dec 


shows 


5 ° ° . *94 

Tool aids hanging oil reclosers. E. L 
Nelson, Sept. 7 e. 

Trees to make everybody happy (Ed) 
July 13 ; ‘ 

Washington State Operating Agency 
No. 1 formed (N) Nov. 23 24 

Washington Water Power saves pole 
height bv sloping crossarms. G. R 

-orge, Nov. 16 ss 

West German problem transmission 
and taxes, Aug. 31 ae vse “RS 

Worcester tornado data deduced by 
tower damage. C. A. Booker (map) 
Aug. 17 ; . ; . 
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‘ks 
Container eliminates blanket 
P. N. Woodson, Dec. 28 as e% *118 
Lamp changers supported on. truck 
by sections of rain spouting. P. N 
Woodson, Oct *1 
Lift truck lamp maintenance, 
Aug 4 soe» 
Line jeep power 


damage 
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winch handles 80-ft 
poles. Vivian Bushong, Sept. 7 *118 
Trinod derrick saves storage snace on 
truck W. E. McGowan. Oct. 5 
Wire racks on top of trucks for globe 
carrying. P. N. Woodson, Oct. 19 
Question of patents 
Cloud. Aug. 24 
plans peat-burning 
plant (N) Aug. 10 
sines—steam—Jet cooling 
‘nerator bushing capacity, 
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Scotland 


ras 
220 

power 

quadruples 
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cleans faster, 
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generator 
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U. S. Bureau 


Ss Dent of 


Boring machine “lays” 
l1l-mile pipe cable completes 1 
loop in New Jersey Carmichael 
Starrs, Sept. 7 
Insulated multiple 
space problem in 
Brenner, Aug. 24.. 
Soil and galvani 
rosion, Sept. 7 ; . ms - 
Electric Co.—Space heating load 
rising rapidly (charts & tables) Nov. 
9 


pipe, Nov 


solve 
Morris 


terminals 
vault 
180 


*9° 
Co. of Missouri 
ing is overhead in St. Iouis machine 
shop R. W. Renkel, Nov. 2 *134 
ed Tiluminating Co.—detachable guide 
reduces rope wear, Nov. 2 
ed Nations reports on power construc- 
tion in Europe (tables) July 27 . 106 
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of Reclamation 
California office reorganized (N) Oct. 

| ee Sass ‘ ; ; ae 
Decentralization program (N) Nov 

9 . a ate 5 ‘ o. 21 
Places $8 million in reserve for 25 

projects (N) Sept. 28 ‘ 
the Interior 
rower policy: a second 
Nov 16 


new 
(Ed) 


The 
look 
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Upper Peninsula Power Co. acquires Cliffs 


Utal 


Vent 
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Tenk 
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work (N) Sent. 21 - 
heaters warm heavy 
Pizza, Nov. 16 
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lation—Compressor 
at Superior Dairy, 


room ventilating 
Nov. 30 





Vol. 140 


Voltage Regulation 


Anacom from Westinghouse’ solves 
System transients. C. L. Wagner, 
Nov. 16 

Capacitor frontiers still expanding. 
Rydbeck & Hendrickson (charts) 
Sept. 7 

Georgia Power device for measuring 
small voltage variations. WW, 
memer (charts) Nov. 30. ..... 6.6.66 

PEA’s System Planning Committee 
discusses voltage control (N) Oct. 


Washington State Power Comm.—names 
J. Frank Ward head, (N), Dec. 28 
Washington Water Power—Chelan plant 
sounemmnation by PUD upheld (N) 
dec, 7 aa 
Launches first sales drive in a decade 
a. 
Plans first sales promotion program 
in decade (N) Oct. 12.. aie 
Takes over Puget Sound Power & 
Light (N) Oct. 26. 


LBERT, BENJAMIN: Reconnected 


£ transformers reverse power, Dec. 28. 105 


Albertson, L.: Air conditioning cuts damp- 
ness, Sept. 
Resistance heating ups tubing output, 
Gept. 31 .. anes 
Alder, H. A. & K. H. 
eontacts can be operated above 
standard temperature limits, July 


27 ( *96 


secondary serves residential cus- 


tomers better, July = —« “22 


Anderson, J. W.: Difference on coolers, 
DOe. BA ss<s Stree pis ae a ekee e 
Anderson, William: Slight miscalculation, 


® 


Dec am ‘ - 213 


Andre, S. J.: Georgia 
ing classrooms, Oct 


yA=ee. R. W.: Measuring small voltage 
variations, Nov. 30.. 
Baldwin, Oliver V.: Electronic 


68 


94 


proves coffee quality, Nov. 30......%130 


Ballard, Clark T.: Rug cleaning machine 
increases production over 200%, 
Aug. 10 se 6b e6i0 

Barrons, K. C. & L. Coulter: Basal 
spraying extends season for chem- 
ical brush control, Nov. 16. 

Ikeery, Virgil R.: House heating seems 
desirable load for farm lines, Nov 

jethke, R. W.: De instrument 
closer insulation, Dec 

Black, Fischer: Electrical industry fore- 
cast for 1954-63, Sept. 21. ee , 

Booker, Clyde A.: Tower damage provides 
key to Worcester tornado data, Aug 

Bowen, J. B.: How to duct-splice insulated 
lead-covered cable, Nov. 16. ‘ “enn 

Bowman, Merle H. & A. L. Gaenicke: 
Test socket takes five different ther- 
mal meters, Nov. 2....... = -*1 

Bracken, J. F., J. L. Whysong & H. L 
Garton Shoot line troubles with 
radar, Nov. 16. : ; oi 

Braswell, R. W.: A cooling pond proves 


24 


18 


18 


cheaper, Nov. 30. *g4 


Brenner, Morris: Basic 
port aluminum and copper buses, 


27 <a 8088 


pet Ba 36 es ‘ f yr . 
Insulated multiple terminals’ solve 


space problem, Aug. 24. . 9180 


Brodie, W. H.: Hoist supports aid turbine 
maintenance, Oct. 5. 
Brooks, L. A.: Processing grain with push 
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buttons, July 20.. ©42 


Brown, G. K. & S. J. Trippy: 
breaker racker saves time, July 27..*1 
Brown, J. Stanley: Elrama demands sys- 
tem changes. Dec. 14... ‘. ‘ *1 
Brown, W. W. & H. A. Wagner: Several 
firsts for Detroit mark new St 
Clair plant, Aug. 3 ; aeine 
Bryan, C. E.: Comments on room coolers, 
Sept. 7 ....-. : . 
Bullard, W. R.: 13.2 Kv vs. 4.12 
°F 


Dupree: 
Frequenev-shift telemetering kev to 
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99 


multi-station dispatching. Oct f. *89 


Rushong. Vivian: Line ieen power winch 


handles 80-ft poles, Sept. 7... sec tnee 


Reflector lights aid truck safety. 
July 27 ; . . . : : 


AMPBELL, H. E. & E. H. Reilly Jr.: 
Todav’s plan for economy in dis- 
tribution, Oct. 19. 

Carmichael. E. T. & T Starrs: 
11-mile pipe cable completes 132- 
loop, Sept. 7 
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Washington Water Power see also Puget 
Sound Power & Light 


Welding 


Aluminum glyptal seals welds, 
Pfandenhauer, July 
Metering the welding load (Ed) Nov. 


19 

West Penn Power Co.—drying oven 
transformers cuts maintenance 
costs. O. E. Faweett, July 

Engine heaters assure truck starting. 

R. T. Grunenwald, July : 

Western Massachusetts Electric Co.—elec- 
tric melting makes precision cast- 
ings. G. C. Jamison, Sept. 7 


Wiring 

Appliance sales vs inadequate wiring 
(chart). F. R. Innes, Nov. 

Cincinnati Gas & Electric inaugurates 
pay-as-you-go wiring (N) Nov. 9... 

Consolidated Edison’s adequate wiring 
program, Nov. 

Demonstrator outlines adequate wir- 
ing, Aug. 3 Zs 

Detroit customers helpec 


AUTHOR'S INDEX 


Carver, F. T. & L. B. Schofield: Aging 
tests compare transformer oil per- 
formance, Nov. 30 eae *81 

Caven, W. F.: Intertie helps Atlantic City 
Electric delay new plant, Dec. 14..%138 

Chapman, Frank W.: Too much _ = spa- 
ghetti? Nov. 

Chase, P. H.: Confusion 
Nov. 2 


Cloud, M. M. 


Cohn, 
and 115-kv lines, Sept. 21.... 
Corona loss curves for 138-kv 
161-kv lines, Oct. 5 
Corona loss curves for 
Oct. 19 
Colby, P. S.: Reconductoring or 
dling? July 27 E 
Conboy, R. L.: Electric furnaces 
better tools, Aug. 24.... 
Electrically heated sidewalk elimi- 
nates snow maintenance, Oct. 19...*1823 
Conrad, C. H.: Calculator replaces daily 
load schedule, Aug. 10.............9127 
Penelec consolidates communication 
in strategic new dispatching center, 
ee, “BO: «034 
Coulter, L. L. & 3arrons: Basal 
spraying extends season for chem- 
ical brush control, Nov. 16 
Cowan, William: Header secti 
placed with elbows, Aug. 24 


ALTON, J. M.: Safety cradles added to 
a pole trailer, Dec. 28...... *108 
Damon, G. M.: Comments on room coolers, 
Sept. 7 
Damon, J. C.: Transformer site design 
lowers plant fire risk, Sept. 21....%168 
Dannettell, H. W. & J. P. Moran: Pepco 
lays 5 cables across the Potomac in 
2 hr. 40 min., Nov. 30... 
David, Bruce W.: EMF unit supplies re- 
liable power, Oct. 19.. <a ae 
Davidson, J. L. & J. R. Gummersall: 
System centers its operations in new 
underground control room, Nov. 30 *78 
Davila, Carlos: Santo Tomas: a sacrifice 
to hydro power, Aug 
Davis, Alfred A.: Jig facilitates servicing 
automatic line reclosers, Nov. 2....%118 
Davis, Clarence A.: “Come, let us reason 
together’’—report to the PIP con- 
ference, Nov. 16.... 
Davis, W. L. & A. P. Kemple: Boom 
extends usefulness of fork-lift truck, 
Nov. 30 
Dilberger, H. A Air ejector primes 
culating water pumps, Sept 
Dilberger, H. A. & E. T. Meldrin: Device 
defects current in disconnect switch, 
Aug. 10 <2 ee 
Dodson, E. Rodger: Lighting—air condi- 
tioning design coordinated, Nov. 2..*132 
Dugdale, T. W.: Simple relay detects ex- 
cessive vibration in bull wheel, Dec. 
14 RE 
Dupree, George Ww. 
Frequency-shift telemetering key 
to multi-station dispatching, Oct 
5 ‘ e600 os oe 
Dupre, M. P. & I. Matthyssee: Compres- 
sion solves distribution connections, 
Sept. 21 . pred *159 


ASTER, N. A.: Billing costs cut $20,000 
S weer. Oat. Bes s<.0 055 *32 
FMdsall, William S.: Accidents do happen, 
Dec. 14 . 213 
Mmmerling, E. J 
relavs, Julv 27 
Erskine, W. A.: Portable bench cuts test 
set-up time, AGE, 10...2 ccc ees see PTS8 


XI 


quate wiring problems, Sept. 21...*190 
Inadequate wiring—a sore spot gets 
sorer (Ed) Sept. 
Needed: wiring leadership. 
Wiatt, Dec. 14.. 
Product competition vs market de- 
velopment (Ed) Nov. 30........... 
Wrapped wire solderl connections 
cut installations costs, July 
You better sell Mom on adequate wir- 
ing (Ed) Oct. 19. 
Wisconsin Electric Power Co.—cable pull- 
ing eye saves money. H. Sorenson, 
Aug. 10 Covenenes kOe 
Trimming tool tapers fibre conduit, 
saves time. E. M. Kueht, Oct. 19..%162 
Wisconsin Michigan Power—lift truck 
speeds lamp maintenance, 


atomic energy compete with con- 
ventional fuels (N) Nov. 23 


Y 


Yugoslavia—to export power (N) Sept. 


rection. P. H. Chase, Nov. 


Exum, Joe H.: Savings outweigh diffi- 
culties with aluminum distribution, 
Oct. 12 


ARMER, G. EVERETT: Microwave— 
the backbone of TVA’s expanded 
communications, Oct. 

Fawcett, O. E.: Drying oven cuts mainte- 
NeMCe GONE, FUT Bek. occeeevenvsc #142 
Finley, S. R.: Amen on heating, Nov. 30.. 148 
Fisher, J. C. & R. W. Gillette: Pipe cable 
can be pulled farther, Oct. 5 
Fisher, W. H.: Fault locator finds one 
breakdown, pays for itself, Nov. 
30 TE re 
Foss, Marshall M.: Heating in Canada, 
Aug. 24 .. 
Fort, James E.: Lighting campaign adds 
$300,000 EAR ,Nov. 
Friend, W. F.: Controlling the house heat- 
ing load, Nov. 


Os. A. L. & M. H. BOWMAN: 
Test socket takes five different ther- 
mal meters, Nov. 2.. 

Galiyano, M. C€.: Relief model simplifies 
substation grading and _ location, 
Sept. 7 

Gant, H. C.: Safety flag warns 
driver of ladder position, Nov. 30...*108 

Garton, H. L.: New plant maintenance 
problems, Oct. 

Garton, H. L., J. F. Bracken 5 
Whysong: Shoot line troubles with 
radar, Nov. 16.... eociena 

Gearhart, Lester J. & E. 

“Sectionalizing”’ tool speeds work on 
hot lines, Dec vs 

George, Glen R.: Save pole 
sloping crossarms, Nov. 

Gieson, J. H.: Portable radio receivers aid 
crews, show savings, Dec. 28 

Gillette, R. W. & J. C. Fisher: Pipe cable 
can be pulled farther, Oct. 

Gnuse, H. H. Jr.: Small hydro sites can 
be developed economically, Sept. 7 *80 

Goodner, Ivan E.: Over-sized puller aids 
fuse replacement, July 13.......... *156 

Greene, F. L.: Special receiver locates 
TV interference sources, Oct. 5....*111 

Greenfield, E. W.: Uniformity on connec- 
tors, Nov. 2. 

Gross, E. D. P.: Emergency installation 
serves temporary need, Sept. 21....%194 

Grunenwald, Robert T.: Engine heaters 
assure truck starting. July 27 

Gue, Edwin M.: New design helps 
substation sites, Sept. 

Guercken, C. P.: FPC’s rate of return 
policy reversed, Sept. 7 

Florida rate verdict may have wide 
effect, Sept. 28. 

Utility earnings will be ma 
the next recession, Sept. 

Gummersall, J R. & J. L. Davidson: 
System centers its operations in new 
underground control room, Nov. 30 *78 

Gunther. John F. & S. D. Snook: Bank 
relighting blends into architecture, 
July 6 . aeiaai 6c ete ee 


ALL, A. W.: Card system simplifies 
maintenance scheduling, Oct. 19....*154 
Hammer, F. G.: Author rights himself, 
Nov. 16 a sucess OO 
Today's problems of serving room 
coolers, July 27 
Hanson, Flovd H. & . Gearhart: 
“Sectionalizing’’ tool speeds work on 
het Bues, Be: 280k oi as cannes eee 
Harsh, M. C.: Single-ballast street light 
system costs less, Nov. 30... 
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Hart, D. E.: Study heat cycle arrangement, 





spots overhead grounds, Sept. 7.... *92 
Hatfield, Richard: Light decontaminates 
parts, increases efficiency, Nov. 30..*130 
Iiaverkamp, Jonn D.: Data sheets sell 
home town lighting, Dec. 14....... *170 
Hendrickson, P. E. & V. A. Rydbeck: 
Capacitor frontiers still expanding, 
PS Acne nhakhonsss-00% 6050 oo *86 
Herbst, Glen: Sprayed plastic masking 
facilitates panel painting, Nov. 2...*110 
Hobson, H. W.: Consistent effort sells light 
conditioning, July 27..........- . 9134 





Hockenbeamer, EK. F.: No sooner said then 
A” A RR ree 56 
Teaching utility drivers to be 





nt le decks > ehacesdsabien0eseenue *16 
Holcomb, Anson M.: Can lifting magnets 
be supercharged? Dec. 14... .*180 


Hughes, E. T.: Reddy's rhetoric ratified 
Sept. 21 
Hush, F. C.: 


removal 


Meter cuto 
schedule, 





simplifies « hart 
Nov. 16 -%144 


[NNEs, FRANK R.: Appliance sales vs 
inadequate wiring, Nov. 9 a alain 39 
Inwood, D. P.: Overvoltage during line-to- 





ground fault, Dec. 14 -°152 
AMISON, GRAHAEME C.: Electric melt 
ing makes precision castings, Sept 

7 d0ecnesesteve 6se” . ° *131 
Johansen, Harold C.: Conductor tension 
and guying tables for distribution 

lines, Nov. 30 eee . 112 
Johnson, Douglas: Build night window 

lighting with traffic count, July 6 *39 
Jones, Philip F. Jr.: Old washing machine 
cleans meter covers better, Sept 

T.. bess 0s n05s2\90 af saa *108 
Jupe, J. H Generator cooled for 114F 

ambient temperatures, Sept. 21.. °162 


7 AHLER, W H Increase industrial 


lighting levels, Oct. 19 : *118 
Kelley, John R Utility adopts per 
manently sealed subway transform 
ers, Oct 19 ; *139 
Kemmelmaier, Andreas: Making concrete 
poles in Germany, Dec. 28... *92 
Kemple, A yr @& W L Davis Boom 
extends usefulness of fork-lift 
truck, Nov. 30 *114 
Kimball, Dorr & F. A Redding Test 
bench provides accuracy and safety, 
July 13 *146 


Consolidated 
station features, 


G. Noest 
Astoria 


Knecht, H,. & J 
Edison's 





ee eg : *92 
Knowlton, A. E.: 8th steam station cost 
survey, July 13 ; ‘ pa -°121 
Knox, T. B.. J. B. Taylor & E. B. Webb 
To cope with house heating load 
local study is essential, Nov. 2 . *80 
Kueht, E. M Trimming tool tapers fibre 
conduit, saves time, Oct. 19 -°162 
Kunze, Frank: Oscillograph tests high- 
speed air-blast breakers, Nov. 2 *107 
Portable instrument checks breaker 
performance, Sept. 21. . < . --*168 


ANDIS, JOHN WwW. 
comparison of 


Tables 
nuclear 


simplify 
power feasi- 





bility studies, Nov. 9.. as: 
Lang, H. P.: Lighting promotion pays 
out 10 to 1, Oct *38 
Lang, J. T.: New bench speeds instru- 
ment transformer testing Aug 
BE seve 7 ° sd e *166 
Langevin, L. J.: Electronic battery charg- 
ing saves floor space, Sent. 7 - 132 
Selective fusing saves breaker re- 
piacement, Aug 24 180 
Lantz, Martin J.: Factors dete ining the 
potential rise in station ground 
mats, Dec. 14....... : - 2 °a8T 
Lavelle, R. L: Fire hazard reduced with 
electric steam generator, Sept. 7 *132 
Linders, John R.: Standardizing relays, 
Aug. 36 .ccceee “m6 e pe : ~-- 220 
Locke, Theron W Market outlook for 
electric utility common stocks, Sept 
21 (et bercenateon ane 608-9 ; *160 
Lunge, G. S.: Single channel controls 
system load and frequency, Nov. 
oe Sse@weewas , jue be aoe ee *86 
ACGINNIS, F. H.: Geiger counter 
locates hidden pull box, July 13 *169 
MacKenzie, S, T.: New firing method cuts 
power cost, Dec. 14 (.28 7 *130 
Magyar, FE. J.: Mobile cradle handles 
heavy chain-fall, Oct. 19 ; 159 
Maloney, Robert J.: Was it worth it, after 
all? Nov. 2.. ‘ . iain 156 
Mason, John W.: Container extends paint 
brush life, Sept. 7. , sane es -*110 
Matthysse, I. & H. P. Dupre: Compression 
solves distribution connections, Sept 
21 ese ° eee eceversees ee -*159 
Mayo, E. F.: Mobile’ transforme units 
reduce outages 75%, Aug. 24 *154 


McCabe, A. M.: Progressive oil purification 
saves clay and cuts costs, Aug. 24. .*158 

McCarthy, Clarence D.: Portable boom 
aids turbine maintenance, Aug. 24. .*166 
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McCutcheon, Alan J.: Pepping up home 
sales through cooperation, Aug. 31 *%38 
McGonigle, D. J.: Montana Power Co. puts 
a premium on rural sales, July 1: *180 





McGowan, William E.: 





Tripod derrick 








saves storage space on truck, Oct. 

ere ees. pereiwse ees ose vane 
MecStack, D. D.: Switch accurately con- 

trols short circuit testing, Oct. 5...*118 
Meldrin, BE. T. & H. A. Dilberger: Device 

detects current in disconnect switch, 

Aug. 10 oeseseee aden -*142 
Merz, George K Clean moss from flume 

in 138% hours, Aug. 24...... eee. .*158 


Michaels, T. S. & C. T. Older: Operating 


charts simplify switch sequency 

data, Dec PEt apanees oN Nes . . .*150 
Montgomery, W. J.: Indicator detects gas- 

tilled cable leaks, Oct. 5. . #112 
Moran, J. P. & H. W. Dannettell: Pepco 


lays 5 cables across the Potomac in 
2 hr, 40 min., Nov. 30 
Murray, L. B. & C. P. Ul 


economies in high vo 
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Design 
transmis- 
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sion lines, Aug 24 > = *115 
Myers, Jack: Farm family likes electric 
heating, Nov. 2. *83 
IN BELSON, Cc E.: New Levittown has 
+ aluminum distribution and unit 
substations, Oct. 5 o0 os oe 
Nelson, E. L fool aids hanging oil re- 
closers, Sept. 7 *118 


Newman, Gene J 
lb ree 
John G 
tion problems, 

Noest, J. G. & H 


Simple jacks lift 15,000- 
Dex 28 

Silicone helps solve 
Nov. 16 
Knecht 





Noest 





Consolidated 





Edison's. Astoria station features, 
July 27 .-. aighe 05 a8 *9°2 
Norred, William: Loaded reels lifted safely 
and easily, Nov. 30 *108 
BOB: Switching the dial, 


ETTING, 
O Nov it ° es . 194 
Oider, C. T. & T. S. Michaels: Operating 

‘ t simplify switch sequency 
data, Dec. 14 *150 


Lighting’s 


Long Island 


PANSINI, ‘2 
built to ex} 


headquarters ind with 


operating needs, Dec ae . *134 
Paschall, Jess: Developing a good system 
dispatcher, Sept 14 39 
R Organizing a voltage 
over, Sept. 7 oe - 883 
M An effective safety man- 
AG&E system, Nov. 23 16 


D.: Control} 


nadication 


system provides 


and circuit su 





pervision, Sept. 7 *108 
Pfandenhauer, A F Aluminum glypta 

seals welds, July 13 *148 
Phelan, John F Demonstrating high-line 

hazards De 7 one *32 


Pizza, R. M Tank heaters warm heavy yr 
asphalt, Nov. 16 *166 
Potthoff, R. T. & L. W. Wilso H eh ef 





fic nev using oil or gas, Oct ) s9 
Presley Evans E A concrete piece of 

work, Nov. 30 ; ; *148 
Pugh, P. S Mobile unit cuts long out- 

ages, Dec. T.... *34 





R AMANDANES, G. H. & R. P. Ager 
Banked secondary serves residential 
customers better, July 27 *90 
Redding, Frank A. & Dorr Kimball: Test 
bench provides accuracy and safety 
July 13 : *146 
Reed L. B All-electric facilities build 
employee morale, Sept. 21 *180 
Load centers and bus duct provide 
flexibility, Oct. 19... oseces *174 
Reeves, Frank E Graph simplities cal 
culations for 5-kv circuit impedance, 
Aug. 24 *164 
Reilly, E. H. Jr. & H. E. Campbell: Today's 
plan for economy n distribution 
Oct. 19 ..cceses ° *120 
Renkel, Roger W All lighting is over 
head in St Louis machine shop 
Nov. ‘ *134 
Incandescents brighten Missouri mar 
ket, Oct. 12 . . Ds *41 
Riisness, James H.: Mechanization makes 
potato chips better and faster, July 
*130 
Rippl, H. D.: Quick-connection terminals 
aid A-base meter testing, Dec. 28 *108 
Rotenberry, F. E.: Tips on start g£aso 
line standby engines, Sept 174 
Rush, W. L.: 115-kv conductor repaired in 
14 min., Dec. 14. as ° nove "hee 
Rydbeck, V. A. & P. E. Hendrickson: Ca 
pacitor frontiers still expanding, 
Sept. 7 *R6 
GAEZ S, RAUL: Chilean con niption, 
- Nov 16 see . 194 
Schafer, B. W Single-phase load split 
on 3 phases. Nov. 30 ; 92 
Schofield, L. B. & F. T. Carver: Aging 
tests compare transformer oil per- 
formance Nov. 30 ed *8i 
Sciott Fred Aerial cable storm-nroofs 
i-kv distribution system, Oct. 19 *114 
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Shear, Verne W.: “1! "I", July 27..%148 
Shepard, Jack: Wire stripper pays for it- 
self in first few days, Aug. 10......*134 
Shock, Clarence T.: Engineers at Congress, 
; lS rr eee ee Sa 148 
Shultz, E. A.: Air patrols prove economical 
and oective, daly 87 ..6.ccciscewss *112 
Snook, Stephen D. & J. F. 3 sank 
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July 6. *38 
Snyder, E. A.: 
also, Dec. 100 
Sorenson, H.,: 
money, Aug *138 
Stafford, J. M. . 
| ae, Sere errr . «+ 220 
Stapel, C. L.: Induction heating solders 
parts automatically, Dec. 14 *180 
Intrared baking aids mass production, 
Oct. 5 *140 
Striy heaters provide uniforn tem- 
perature distribution, Oct. 5 *138 
Star 1 2 & E. T. Carmichael: An 11- 
mile pipe cable completes 132-kv 
loop, Sept oF *5 as ; *76 
Straus, W. Rayner & W. C. Tome: Balti- 
more lights U. S. 1 and U. 8S. 40 
interchange, Nov. $6....+..essss« ..*104 
Stuart, Roy r Experience suggests 
changes in new mobile substations, 
(ict 19 
Sullivan, W B Over-hung saw speec 
ishestos board cutting, Dec 14 *160 
Surles, Marguerite Range sales hot dur- 
ing summer frolic, Nov. 30 -- 128 
Syvkes. J. H. M sritain inaugurates 275- 
KN upe ad, Aug 1 *32 
Br » experiment with electr farm 
aids, Aug. 3....:. : - *38 
TT YLOR, GORDON E Trip unit when 
excitation is lost, Oct. 5 soe OOS 
Taylor, John B., T. B. Knox & E. B. Webb 
To ce With house heating load, 
! il study s essential, Nov 2 *SO0 


Straus 

D. 6 2 and o 
nterchange, Novy. 30.. 

rrippy Ss. J. & G. K. Brown Electriesl 
breaker racker saves time, July 27.*120 


Tschirn, E. R Planning an entry for an 


Tome Walter C. & W. R 


lights 














ERI ghting award, Nov. 23 29 
Turley, Keith At supervisors train 
themselves, 20 °22 
Tynan, J. J Ut zhts up, Sept. 14 *37 
Tyson, E. H Meter handling methods 
save time of five men, Nov. 16....... *152 
t RDANG, LAURENCE: Says luminous 
ceiling is no “expensive innovation”, 
Nov i , 148 
Ussery, C. P. & L. B. Murray: Design 
economies n high voltage trans- 
mission lines, Aug. 24 *113 
V AN LUVANEE, CHARLES: Standard 
test set checks varhour meter phase 
angles, Sept 21 *170 
\W ADLEIGH, K. H. & H. A. ADLER: 
Copper contacts can be operated 
ibove standard temperature limits, 
July 27 ais an ; ; *96 
Wagner, C. F.: Probabilities set insulation 
evels, Aug. 24 ye ce °117 
Wagner, Charles L.: Anacom solves sys- 
tem transients, Nov. 16 os" Ane 
Wagner, H A. & W. W. Brown: Several 
firsts for Detroit mark new St. Clair 
plant, Aug *32 


Watson, C. B.: Tramp iron protector stops 
al belt tears, Aug. 10 “* *134 





Webb B., J. B. Taylor & T. B. Knox: 
cope with house heating load, 
al study is essential, Nov. 2 *80 
Wenner, E M Infrared paint drying 
Saves floor space, Aug. 10.. 7 *148 
White, Raymond H.: Young enthusiasm, 
Nov. 16 194 


Whitney, J. Francis: 


Utility sets lighting 
example, 7 


Sept 7 ea *90 





Whysong, J. L. H. L. Garton & J. F. 
Bracker Shoot line troubles with 
radar, Nov 18. *118 

Wiatt, Frank E Needed: wiring leader- 
ship, Dec. 14 ne 213 

Wilson, L. W. & R. T. Potthoff: High 
efficiency using oil or gas, Oct 
5 som *92 

Woodson, P. N.: Container eliminates blan- 
ket damage, Dec. 28 : det anees hae 

Rain suting holds lamp changers on 
tru Oct. 5 .. bled - 126 
Wire racks multiply globe carrying 
capacity, Oct 18 166 
¥ ARGER, M R Stop prevents over 
registration of demand-printing 
meter, Oct. 19 ; + *142 
youn ieorge: Folding hoist speeds oil 
filter changing, Sept. 21 «*E73 


Sheet 





